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Product Summary 

Fitness Tracker Lenovo HW01 


Product Description 

Lenovo HW01 fitness band is a stylish fitness tracker that features a heart rate monitor, pedometer, and sleep monitor. Key 
Features... - Comfortable fit band helps you to reach your future health goals in no time - Abundance of smart health features such as 
a heart rate monitor, pedometer, sleep monitor, and more - Compatible with iOS and Android smartphones via Bluetooth 4.2 
- Call reminder ensures you'll never miss an important update again Fitness Band Lenovo HW01 

The Lenovo HW01 is a stylish smart bracelet fitness tracker that lets you keep track of your exercise levels throughout the day. 
Coming with sophisticated smart health and fitness features, this fit band supports you to work towards a healthier future. An 
accurate heart rate monitor keeps you constantly up to date about your heart rate whilst its pedometer provides you with accurate 
data on the distance you've covered, steps taken, and calories burned throughout the day. With all this health information at hand, 
this fitness band allows you to analyze your workouts and regular daily movement thanks to which you'll be able to fully customize 
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and adjust your upcoming sporting sessions to meet the fastest possible results. 

This Lenovo fitness band features a strong Bluetooth 4.2 chip that supports fast and accurate data transmission between your fitness 
tracker and smartphone. It furthermore uses a minimum amount of power, ensuring that you’ll be able to take the absolute most out 
of your mobile phone and smart fitness wristwatch at the same time without draining your battery. The latter is, however, not 
something to worry about as it comes with a tiny yet powerful 85mAh battery that brings along a days’ worth of energy. Compatible 
with both iOS and Android smartphones, this fit band is sure to work with the latest mobile phones out there. 

Like the majority of high-end fitness bands, the Lenovo fitness tracker is capable of sending out call reminders to make sure you’ll 
never miss out on an important update again. Additionally, it also features a sleep monitor - guaranteeing that you’ll get the 
well-deserved rest needed in between your workouts to stimulate a fast recovery and muscle growth. Whether you use it for its 
abundance of smart health and fitness features, or simply as a smart wristband to keep track of time and incoming calls - this fit 
band is guaranteed to meet all your demands. 

Coming with a skin friendly and soft silicone strap, this fit band forms a comfortable fit for anybody out there. Within its soft band, 
this fitness tracker holds a beautiful 0.91-inch display on which it constantly portraits the time, date, and requested fitness 
information - guaranteeing that you’ll always have the needed data at hand. With its stylish design and high-end features, this fitness 
tracker is the ultimate smart health accessory for anybody that wishes to work on a healthier future. 

This sports tracker comes with a 12 months warranty, brought to you by the leader in electronic devices as well as wholesale 
electronic gadgets. 

Manufacturer Specifications General - Material: Plastic & Silicone - Display Size: 0.91 Inch OLED - Display Resolution: 129x32 - 
Bluetooth 4.2 - Pedometer: yes - Heart Rate: yes - Battery Size: 85mAh Lithium-ion polymer battery, 3.7V - Battery 
Standby: up to 2 Days - App Name: Lenovo Smart Bracelet - Compatible OS: Android 4.3 / iOS 7.1 and above system - 
Waterproof rating: IP65 Companion Function (with smart phone) - Bluetooth calling: Phone Call Reminder - Health tracker: 
Sleep monitor, Pedometer, Heart rate monitor, Sports track - Scan QR code to download the phone app Dimensions - Main 
Product Dimensions: 255x 18x 11mm (L x W x D) - Inner strap length using last hole: 240mm - Inner strap length using first 
hole: 160mm - Main Product Weight: 23g - Weight/dimension is for the main item of this boxed product, to help you 
compare product sizes before buying: please do not base your shipping calculations on this price - shipping prices depend on 
your cart contents, shipping destination, and shipping method: please use the checkout to select options and preview shipping 
price for your total order. Package Contents - Wristband - USB Cable - User Manual Enjoy the following benefits: - Orders 
processed and shipped within 1 working day - 12 month warranty - In-house QC - Member discounts - Award winning 
customer support - Quantity order discounts - Worldwide Shipping - Certification: CE, FCC, RoHS Foreign Language 
Keywords 

Arabic: - ?????? ?????? - Chinese Simplified: - ???? - Czech: - Bluetooth hodinky - Danish: - Bluetooth Watch - Dutch: - Bluetooth 
Watch - French: - Montre Bluetooth - German: - Bluetooth-Uhr - Hebrew: - ???? Bluetooth - Hindi: - ??????? ???? - Italian: - 
Orologio Bluetooth - Japanese: - ????????? - Korean: - ???? ?? - Malay: - Bluetooth Watch - Norwegian Bokm?l: - Bluetooth klokke 
- Romanian: - Ceas Bluetooth - Russian: - Hacui Bluetooth - Spanish: - Reloj Bluetooth - Thai: - ???????????? - Turkish: - Bluetooth 
Watch - Vietnamese: - Bluetooth Watch 

Review, best price buy on electrical, gadgets and technology products for home, business and outdoors in Australia. Shop at the 
Image IT online store for bargain products and gift ideas in Australia. 

We ship to QLD VIC NSW WA NT SA TAS Sydney Brisbane Melbourne Perth Adelaide Darwin Hobart CVAHX-W019 


Product Attributes 

- Dimensions: 10x7x6 cm 

- Weight: 0.098 kg 


Product Gallery 
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l-time Heart Rate Monitor 

irmal heart rate, helpful to achieve an ideal 
feet. It can record the healthy condition of 
rate accurately. 
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Social Sharing 

Share motion data to the social p 
Wechat,QQ,facebook, twitter 
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Scratch resistant, wear 


Skin friendly and s 
° strap, comfortable 
experience 
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Sleep monitor, refuse to stay up la‘ 

Intelligently monitor and analyze sleep quality, keep your skin bea 
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